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pair; I rung a bell I found in the room for the pur-
pose of ascertaining where I had got to, and other
particulars. No one answered until I had three or four
times repeated my application to the bell rope, when at
last a yawning man, who seemed half asleep, made his
appearance immediately exclaiming, " Good God, how
drunk and riotous you was, Sir! I never saw anything
to equal it." I enquired where I was, observing that the
night before I had a considerable sum of money, of which
nothing was left, my watch, chain, and seals being also
gone. The man replied that I was at the Cross Keys Bagnio,
in Little Russell Street, Drury Lane, having been brought
there by the watchmen at five o'clock in the morning,
in woeful plight; that the watchmen said I had been turned
out of Wetherby's, which they were not surprized at, for
so noisy and ungovernable a young gentleman they never
before met with ; that they were obliged to summon a
number ere they could secure me, which having effected,
they had determined to convey me to Covent Garden
watch house, there to wait the rising of a Magistrate.
But two of those respectable Guardians of the night stood
my friends, saying they knew me well from frequenting
the houses in that neighbourhood, and that I had given
them many a shilling to drink; one of the waiters also
coming out from Wetherby's became a zealous advocate
for me, and assuring the watchmen I was a generous
fellow who would amply reward them, he recommended
their carrying me to the Cross Keys, in the same Street,
which they accordingly did, I resisting as lopg as I was able;
that upon giving me into the hands of the waiters the
watchmen pointed out that I had lost one of my silver
spurs, they knew not where, but supposed whilst I was
Struggling with them, but that my watch was safe, the
waiter pulling it from his fob. He further said he had
searched my breeches pockets in presence of the watchmen,
and found them quite empty. The recovery of my watch,
which was a valuable one, was some consolation. I found
it was then just nine o'clock.